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The  data  tabulated  here  are  abstracted  from  the  report  of  the 
CODATA  Task  Group  on  Fundamental  Constants  (CODATA 

f  Bulletin  No  63,  November,  1986)'.  Digits  in  parentheses 
represent  one  standard  deviation  uncertainty  in  the  final  digits 

«              of  the  given  value,  based  on  a  least-squares  analysis  with 

)f  five  variables  and  17  degrees  of  freedom.  These  values  are 
recommended  for  general  use  by  CODATA  (the  Committee  on 
Data  for  Science  and  Technology  of  the  International  Council 

il              of  Scientific  Unions,  51  Blvd  de  Montmorency,  75016  Paris, 

|,f  France). 
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